Office of Administration 

Commissioner's Office 

"Request for Preauthorization for Other Services" 

Program: Alternatives to Abortion 


Contractor: 



Subcontractor:_CCKC- St. Joseph__ 

Please enter below the information for each item/service to be purchased. List the date of purchase, 
item to be purchased, cost for the item, and the justification. Items must be approved before 
purchased/provided to be reimbursed. 


Client Name: 


Date Enrolled 


Proposed Purchase 
Date 


02/05/17 


Amount to be 
reimbursed 


Walmart crib mattress 
(spring coil) instead of pack 
& play to use in her own crib 
in a small bedroom. Cost is 
less than usual pack n play 
purchased. 


Total Cost 
(include 
formal 

estimate from 
provider of 
services) 
$44.99 


$44.99 


Justification, include 
other sources of funding 
that have been attempted 


Client in need of a crib 
mattress rather than 
program purchasing a 
pack n play for her, per 
her request. She has no 
funds or other resources 
available to pay for 
mattress. Baby due 
03/03/17. 


Please return to Alternatives to Abortion Program Manager, State of Missouri - Office of 
Administration, Commissioner's Office, State Capitol Building, Room, 125, Jefferson City, MO 
65101. May be faxed to 573/751-1212 or emailed to emilv.kraltMnn. mo. gov . 
by the Contractor only! 


Authorized person requesting purchase:/ 

Approved for purchase:_ ■ t 

Purchase denied:_/_ 

Reason for denying purchase: __ 





FREE shipping on $50+ orders 


_ Vbyetheh. Get tips and shop products for every stage of your ba! 



umutt wn Me 5 P™g Coil Portable Crib Mattress - Walmart.com 


SSou^his item 

recommended that you rely on product packaging or manufeaurer informatioa^ U ^ a * e ^' accurate counter of origin data, it Is 

The Dream On Me 5" Spring Coil Portable Crib Mattress is of supreme comfort and quality. You no longer need to 
pure ase a standard size cr.b to get the comfort and support of a full size mattress. This portable crib mattress 
features ,nerwoven steel CO,Is tha, are wrapped h y po-a,,er g e„,c. po, y ure,ha„efoam and pl«ed ^a 

— r r StltCh Wntin9 ' The Wa,C ' P,0 '’ t hyp °' a " e ' 9 ' n,c ' »"»>>acterial, cove, aids In the prevention 

constructed^ f" eaS " V ^ ^ Wi ' h '" a,m water *« a *»P- This mattress Is proudl y 

“" "Zt Z1TZ PSSS “ a " Hamm3b " i,y 1,6 CFR1639 y ’«3, and also passes oh,ha,I 

toxicity tests. Designed to fit a standard 24" x 38" portable crib. 


- passes phthalate, lead and 


https://www. walmart. com/ip/23 890715?wmlspartner=wmtlabs&adid=2222222222201727... 


1/10/2017 







